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UNCLASSIFIED 

PAGE 01 BANGKO 21789 010357Z 
ACTION EA- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

028801 010358Z/17 

P 010353Z AUG 78 
FM AMEMBASSY BANGKOK 
TO AMEMBASSY SINGAPORE PRIORITY 
SECSTATE WASHDC PRIORITY 8639 
USDOC WASHDC PRIORITY 

UNCLAS BANGKOK 21789 


Message Text 


EO 11652: NA 
TAGS: BEXP, TH 

SUB J : HOSPITAL AND MEDICAL EQUIPMENT CATALOG SHOW 
REF: SINGAPORE 3357 


1 . EMBASSY BANGKOK SEES NO PROBLEM IN POSTPONING HOSPITAL 
AND MEDICAL EQUIPMENT CATALOG SHOW. 

2. BANGKOK WOULD PREFER HAVING SHOW NOVEMBER 13, 14 AND 15. 
STAGING OF SHOW IN BANGKOK FOLLOWING SINGAPORE SHOW IS 
POSSIBLE, BUT LESS CONVENIENT AS COMMERCIAL ATTACHE'S 
OFFICE HERE WILL BE PREPARING FOR MINING AND EXPLORATION 
EQUIPMENT SEMINAR MISSION IN LATE NOVEMBER AND EARLY 
DECEMBER. ABRAMOWITZ 


UNCLASSIFIED 
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